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would, indeed, be unintelligible. It was ascertained that
the engineer had been correct in his surmise that the
gallery continued, but wrong in supposing that it con-
tinued in a direct line. He had cut through the original
wall of the vault. The gallery had been blocked up at
a point where it turned abruptly to the right. This
point was ascertained, and the masonry cleared away.
The gallery made another turn, and then divided. One
portion led down by many stairs and through several
small chambers to a low, narrow, arched doorway, loosely
blocked with rough stones. A few blows forced them
outwards, and displayed the Eowney, which, as I have
explained, is the dry ditch that runs at the bottom of
the great wall, thus proving the existence of those con-
cealed entrances of which we had, some of us, been so
apprehensive, others of us so incredulous.
The other division of the gallery led inwards in the
direction of the palace of Jehangire. In many places
the roof had fallen in; everywhere it was more or less
choked with rubbish. The process of removing the
rubbish was tedious and slow. The reports of the pro-
gress of the work formed the most interesting topic for
discussion at our evening meetings. Who could tell
what hidden chambers might be discovered ? what
hoards of gold and silver might not by some chance
.stroke of the pickaxe be brought to light ?
Our anticipations and speculations were suddenly
put an end to by the stoppage of the work and the
removal of the masons and labourers to another part of
the fort. Where the passage led to remained undis-
covered, as did also the secret of the vaulted chamber.
The stones and mortar that filled its lower portion were
left uncleared, leaving also unsolved whatever mystery
might lie beneath them.